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DPD-3956-61 


ACTIVITY PROGRAM 


1. PURPOSE ; 

25X1 A To provide the crystals for use in the two 14 channel VHF re- 
ceivers being procured for the I I program. 


2 . DESC RIPTION OF WORK OR 3EPA r IGBS REQUIRED : 

and test sixty crystals for use in the lb channel TO F 


25X1 A 
'25X1 A 


5X1A 
5X1 A 


Contractor - Hallicrafters , Inc. 

3. EXPECTED OR RELATED WKK HR SERVICE S: 

None. 

k, TOTAL ESTIMATED COST; 

The total estimated cost Is $2,863.68. The xunds for this 
activity program are available within funds allocated to 
DPD for PI 1961. 

£ . DELIVERY SCHEDULE : 

The entire quantity of crystals will be delivered concurrently 
with the associated Ik channel receiving systems. 

6. REMARKS : 

This procurement of crystals is necessary due to the inability 
of the Comrno laboratory to produce the crystals. It was orig- 
inally intended to have the laboratory produce the. crystals 
Ut Ze to the nature of the crystals finally employed m the 
equipment the decision k made that the laboratory is not set 
up to produce the same. Technical considerations _dictate the 
use of this particular type of crystal. 
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